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YORK ORDER REQUEST 


FRO! 3 


ITE PART NUMBER - UNIT TY 
1, S-692 EA 9 


LILIA ET ATTA SL SP fast f/f SS SSS III ASS SS 

NOT!: DRIVERS STATE THAT NECK SEAL TO RIGID, REQUEST MORE SOFT AND FLEXIBLE 
SEAL BZ INSTALLND AND RETURNED, ALSO, RUCUEST ANY GTUER MALFUNCTIONS 
DETECTED DURING INSPECTION, BE REPAIRED, 

CONTRACT: CH-Th=lh Coe 

WORK ORDE NUMBER: DCC~60--5--19-25 c 


voucrm no, 0/702 
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